Heber Light and Power Riverdale Plant Operators 


List of: Built in 1908 


Name3 


Hyrum Moulton 

Ralph F. Giles 

Grant Giles 

John Barton Moulton 
Warren L. Farnsworth 
Wilson Young 

Forrest Hudson Dayton 
Ernest Ryan 

William Eaton Horner III 
Niff Murdock 

Palmer Witt 

Fred Kuhni 

Nels Anderson 

Floyd Bonner 

Lynn Crook 

Roland R. "Dusty" Carlile (for short time) 
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